[2024-05-28T07:02:54.774919Z] [info] Preparing cgroup to start isotovideo
[2024-05-28T07:02:54.775426Z] [info] Using cgroup /sys/fs/cgroup/systemd/openqa.slice/openqa-worker.slice/openqa-worker-auto-restart@17.service/4226795
[2024-05-28T07:02:54.775627Z] [info] Starting isotovideo container
[2024-05-28T07:02:54.777567Z] [info] isotovideo has been started (PID: 129823)
[2024-05-28T07:02:54.778525Z] [info] 129823: WORKING 4226795
[2024-05-28T07:06:02.804777Z] [info] Uploading video.webm
[2024-05-28T07:06:02.852254Z] [info] Uploading autoinst-log.txt
[2024-05-28T07:06:02.906524Z] [info] Uploading worker-log.txt
